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Message Text 


UNCLASSIFIED 

PAGE 01 MANILA 02524 050656Z 
17 10 

ACTION FBO-01 

INFO OCT-01 ISO-OO EA-07 ST-01 /010W 

116564 

R 050628Z MAR 74 
FM AMEMBASSY MANILA 
TO SECSTATE WASHDC 1531 

UNCLAS MANILA 2524 

PASS TO: ELECTRICAL APPLIANCE SERVICE COMPANY 
1434 HOWARD STREET 
SAN FRANCISCO, CALIF 94103 

E.O. 11652: N/A 
TAGS: ABLD, RP 

SUBJ: SPARE PARTS FOR OVEN, THERMADOR MSC 38-2 (WALL-TYPE) - 
AMBASSADOR'S RESIDENCE. 

PLEASE SEND SOONEST VIA APO AIR MAIL TO GSO, AMERICAN EMBASSY, 
APO SAN FRANCISCO 96528 THE FOLLOWING: TWO (2) EACH THERMOSTAT 
K-S #14-19-007; TWO (2) EACH SWITCH, CONTROL #14-09-061; ONE 
(1) EACH SWITCH, SELECTOR #14-19-199; ONE (1) EACH SWITCH, 

BROIL #14-19-003; AND TWO (2) EACH SENSOR #14-19-034. ESTIMATED 
TOTAL COST INCLUDING APO AIR MAIL CHARGES IS $100.00. 

PAYMENT WILL BE MADE UPON RECEIPT OF BILL. 

SULLIVAN 

NOTE BY OC/T: NOT PASSED ABOVE ADDRESSEE. 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 MAR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MANILA02524 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: MANILA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740367/aaaacksr.tel 

Line Count: 42 
Locator: TEXT ON-LINE 
Office: ACTION FBO 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: kelleywO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 12 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12-Aug-2002 by elbezefj>; APPROVED <04 DEC 2002 by kelleyw0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SPARE PARTS FOR OVEN, THERMADOR MSC 38-2 (WALL-TYPE) - AMBASSADOR'S RESIDENCE. 
TAGS: ABLD, RP 
To: STATE 
Type: TE 
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